To:  EOC  Public  lnformation[EOC_Public_lnformation@epa.gov] 

Cc:  Hart,  Daniei[Hart.Daniei@epa.gov];  Delgado,  Eric[Delgado. Eric@epa.gov];  Burgo, 

Daniel[Burgo. Daniei@epa.gov];  McComb,  Martin[McComb. Martin@epa.gov];  Nattis, 
Randy[Nattis. Randy@epa.gov];  Burgo,  Daniei[Burgo. Daniel@epa.gov];  Schaefer, 
Joe[Schaefer.Joe@epa.gov];  Delgado,  Eric[Delgado. Eric@epa.gov]; 
iatham.janine@westonsoiutions.com[latham.janine@westonsolutions.com];  Davis, 

Tim[Davis. Tim@epa.gov];  Nelson,  Patti[Nelson. Patti@epa.gov] 

From:  Morin,  Jeff 

Sent:  Thur  8/20/201 5 8:05:44  PM 

Subject:  RE:  EOC  APPROVED  - replace  data  file  for  R9  surface  water  sampling 


Done.  It  should  update  on  the  live  Web  site  in  2-3  minutes. 


Suggest  clearing  your  browser's  cache  to  make  sure  the  updated  version  downloads  correctly. 


(adding  the  CC  list,  as  asked  when  posting  data) 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Gentile,  Laura  On  Behalf  Of  EOC  Public  Information 
Sent:  Thursday,  August  20,  2015  3:52  PM 
To:  Morin,  Jeff 

Cc:  Hart,  Daniel;  EOC  Public  Information;  Delgado,  Eric;  Burgo,  Daniel 
Subject:  EOC  APPROVED  - replace  data  file  for  R9  surface  water  sampling 


Jeff, 

Please  remove  the  second  data  file  that  appears  on  the  page  below 
(r09_surface_water_samples_20150812)  with  the  data  file  attached  in  this  email. 
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http://www2,epa,gov/qoldkingmine/gold-king-mine-data-auqust-18-2015 


From:  Smith,  Terry  on  behalf  of  EOC  Environmental  Unit 

Sent:  Thursday,  August  20,  2015  12:49  PM 

To:  EOC  Public  Information 

Subject:  Fw:  Region  9 surface  water  for  August  12 


So,  this  is  a file  we  were  going  to  replace  a file  on  the  web  that  had  an  error.  Did  this 
one  get  fixed. 


Terry 


From:  Smith,  Terry  on  behalf  of  EOC  Environmental  Unit 
Sent:  Wednesday,  August  19,  2015  6:53  PM 
To:  Smith,  Terry;  EOC  Public  Information 
Subject:  Re:  Region  9 surface  water  for  August  12 


The  original  file  sent  yesterday  had  a corrupt  CAS#  for  Potassium.  The  attached  file  is 
a corrected  file. 


Terry 


From:  Smith,  Terry 

Sent:  Tuesday,  August  18,  2015  10:22  AM 

To:  EOC  Public  Information;  EOC  Environmental  Unit;  EOC_Manager,;  Atencio,  Kathie 
Subject:  Region  9 surface  water  for  August  12 


The  attached  data  file  has  been  reviewed  by  the  HQ  EU  and  is  now  approved  for 
coordination  with  regional  PIO  and  final  posting. 
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Kathie:  Do  you  have  some  supplemental  sample  location  information  that  you  can 
provide  for  this  data  set  that  can  be  posted.  Something  similar  to  previous  posting 
messaging. 


Terry 
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